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period consists of only thirty-five minutes and no
home work is set. At the time when the school
was visited, the total number of pupils on the rolls
was 353. The Drawing Master had taken out a
class to an attractive spot in the school garden,
where the boys and girls were drawing the flower
plants with which they were surrounded. An-
other interesting sight to be seen was a group of
children swimming in the large and artistically
designed swimming pool of the school. The
pupils are so attached to the school that many of
them visit it during the holidays in order to play
and tend to the plants and animals*
The Director of the above-mentioned school
appeared to be quite an enthusiast in the matter
of co-education. The educational authorities in
Germany do not generally view co-education with
favour except in the elementary stage. They
consider that co-education is not desirable during
the period of adolescence, because the psychologi-
cal and intellectual development of boys follows a
different course from that of girls. The Director
of the Secondary Waldschule, Griinewald, how-
ever, was of the opinion that the advantages of
co-education outweighed its disadvantages. He
seemed to be convinced that in his own school
co-education had produced many beneficial results.
Education of Defective and Sub-normal
Children*
There are schools for the deaf and dumb and
blind children in all the big cities in Germany.